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FM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC 7746 
INFO USDOC WASHDC 

UNCLAS NAIROBI 8078 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, KE 

SUB J : INQUIRY ABOUT SEWERAGE COLLECTION SYSTEMS 
REF STATE 130044 


1 . INFORMATION NEEDED BY THE FIRM ON EQUIPMENT FOR CLEANING AND 
MAINTAIN NG UNDERGROUND SEWER LINES AS REQUESTED IN PARAGRAPH 2.A TO 
E REFTEL IS AS FOLLOWS: 


(A) THE LENGTH OF UNDERGROUND SEWERS IS ABOUT 700 KILOMETRES. 

(B) THE PIPES RANGE FROM 150MM DIAMETER TO 910MM DIAMETER FOR 
CIRCULAR PIPES. 975MM 1025MM TO 2200MM X 1420MM FOR RECTANGULAR 
SEWERS AND 280MM X 430MM TO 1270MM X 1900M FOR EGG SHAPED 
SEWERS. 

(C) ONLY 14 MILOMETRES OF SEWERS COVERING THE NAIROBI CITY 
CENTRE ARE COMBINED. THE REST ARE ALL SEPARATE. 

(D) ALL SEWERS DISCHARGE INTO SEWAGE TREATMENT WORKS. 

(E) WE NORMALLY USE MANUAL RODS BUT WE HAVE RECENTLY BOUGHT A 
POWER DRIVEN ROD ROTATING MACHINE FOR USE IN THE SMALL 
DIAMETER SEWERS. 


2. SOURCE OF INFORMATION: GENERAL MANAGER, WATER AND 
SEWERAGE DEPARTMENT, CITY COUNCIL OF NAIROBI, P.O. BOX 30656, 
NAIROBI. 
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